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TAGS: ESTC, COCOM, CA, GW, RO 

SUBJECT: CANADIAN N/C SYSTEM TO ROMANIA - IL 1091 

REFS: A. COCOM DOC. (74) 2017 

B. STATE 248748 

C. OECD PARIS 2981 

1. COCOM DOC. (75) 212 HAS NOW BEEN PUBLISHED. IT IS 
IDENTICAL TO ADVANCE TEXT POUCHED PREVIOUSLY (REF C). 

WITH ADDITION OF FOLLOWING STATEMENT IN ANSWER TO ONE OF 
OUR QUESTIONS: 

"THE EXTENT OF THE RESEARCH IS AS FOLLOWS: OUR CONTROL IS 
TO BE USED TO TEST THE OPERATING CAPABILITIES AND TO 
ESTABLISH WHAT PROBLEMS ARE ENCOUNTERED IN THE INTERFACE 
AND SUBSEQUENT OPERATION OF THIS MACHINING CENTER." 

2. ACTION REQUESTED: STATEMENT OF US VIEWS BY MARCH 19. 
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